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Garoli Drelincurtii Experimenta Anatomica^ qui- 
bus adiecta funt plurimaCuriofa fuper SemineVi^ 
rili^F d^tnineis Ovis^Vtero^ Vterique Tuhis^ atque 
Fatu. Lugd.Bcit. 1684^ 12^ 

H E former, and greater part, of this Book^ con- 
tains accounts of experiments on Dogs ^ in which 
we find the following Ob(ervations. 

A Maftiff bled five pound(Troy weight Jofblood^with- 
in the (pace of half an hour, at leverall Arterys. 

The Ribs of a Dog were found more brittle near that 
end by which they are joyned to the fertebm^ then at the 
other end. 

A needle being driven into the Brain of a Dag, be* 
tween the firft Vertebra, and the Os Occifitisy the Dog 
feem*d as if ftruck with an Epilepiy, and died in a little 
time. 

The palTage from the Pelvis into tki^Vreter of a Dbg, 
being ftopt, the Kidney of the oppofite fide was found 
larger then ordinary. 

Six veins being tied in a Dog fW^. the z Crurales^tht 
2 AxiUares^ and the externall Jugulars^) the Dog feemd 
choak'd in a very little time; the Ligatures being loofd, 
and'blood drawn, the breaft moved again. 

A JProczdentia Ani has been caufd in a Dog, to the 
length of a foot. A Dog not much troubled at the prick- 
ing of \ht^Meninges, was concerndwheathefpinal mar- 
row was peirc t. Experiments have been tried by the Au- 
thor, with Tallow nijed:ed into the veins of Dogs. 

The Veim Mammaricc have been obfervedto communi- 
cate with the Epiga'him iw a Bitch , for blood was eafily 
prefTed from the former into the latter, and backagain. 

A Phial, which, when fild^coutaind a pound of rain-wa- 
ter, held one pound and one ounce ofVenofe blood, of 
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Arteiriofe blood, and ot ferum taken promifcuoiifly 
from both forts of blood ; but it held one pound one 
ounce and haltofgrumofe blood, clear d of theferum- 
The Author affirms that no La(3:eals arife either from 
the ftomack, or Intejiina CraJJa. 

Valves are obferv'd in the farther part of the DuUut 
Thoracicusy near its ending in the Subclavial Fein-^ con- 
trary to what is affirmd by fome Anatomifts. 

The Valves, lying in pairs in the Dudus Thoraeicus^ztt 
generally an Inch and half one pair from aaother. One 
Kidney has been found 8 times bigger and heavier, in a 
Dog, then the other. 

The Author aiTerts that the Ladteals impirt no Li^ 
quor to the Pancreas JJellii. 

Their Origine has been traced as far as the Glandulofe 
Tunic of the Inteftines. 

There are feverali other obfervations mentioned, con- 
cerning the Ladleals, the DuBtis Thoracicusy and the 
valve at the end of it^ befide all which the Publifher of 
this book, Ernejius Gotfried Heyfeus o^Dant^^icJ^ affufes 
us, that the learned Author has a vaft ftock of Obferva- 
tions by him; which very much advance Phyfiological, 
and Pathological Phyfic, and as fuch cannot but be very 
welcome to the Curious Reader, when ever the Author 
Ihall think fit to prefent them to the world. 

There follow feverali Quaeries de SemimVirili'^ de 
Fcemineis Ovis^velin Ovarioptl extra ^ de Vtero : to which 
arefubjoyned fome CoroUarys concerning the Human 
Fast us , whom he will not allow to have a JlUntois^ot 
Vrachus 

ERRATA. 

PAg. 8^a line a for Loir read Ltrs. pag. 8^5 line 12, for Mngoy read Map. pag. 888 line z5 for 
anotomtxed tez.di anatom^ed, line vCDuh re&d tbufand mtWton of parts, pag. 895 line 21 for 
fimnttdidfcom. pag. S^^^lineaj for iz/t/ read /?/?^. pag pooJine ul tread AiyJ;l.*/d> pag. p\^ 
read inieW^ible. ip^g, ^tt line 1 6 read o^'ervd/ij. page 923 line S for a?^j read <ix. pag, ^24. line 
3 i for ^iiw/« read Cam^t paj. ^28 Ji<ic 2^ read cmiaining. pag. 5> 3^, line 7, rc2kdhard froji, 

Trintekat theTheatre in Oxford, j/^r Sam. Smith at the 
Princes Arms inPouls Church-yard, and H^n. Clements 

Booi^Jeller in Oxford. 



